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Meteorological Observations, &c. 


[May, 


X.— Meteorological Observations, taken every hour, at Bangalore, in the 
Hospital of H. M. 13th Dragoons, from 6 a. m. of the 2\st to 6 P. m. 
of the 22nd March, 1836, inclusive, in conformity with Sir W. Her- 

By the same. 


schel’s instructions. 
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servation. bo g 
g 
sg 
am 


March, 1836. 
6 A. M. 2łst,|27,01 
4 ditto eee on 
3 ditto,. ,01 


9dittO, ee] 01 
LOLdICCO,. eae O 
I1 ditto, 1. ||, 09 
12 Noon, . SOJ 

1 PM... eeu 

2. ditios.. -OO 

3 ditto,....]| ,00 

4 ditto,.... |26;95 

S ditto; versie 95 

6 ditto,....| ,95 

7 dittos....| 795 

3 ditto -.: | 795 

9 ditto,....] ,95 
10 ditto,....| ,96 
11 ditto...) 597 
12 Midnight,| ,97 

1A. M. 22d,) ,98 

2 iditto;..-- |) ,98 

3 ditto,....] ,98 

4 ditto,. 198 


5 ditto,..../27,00 
6 ditto,.... 


7 ditto,.... 126,98 


8 ditto,....|27,00 
OEdIttO ee.. | 00 
JO ditto,....! ,00 
11 ditto,....| ,00 
12 Noon. .-| ,00 
il Pe Mecel (00 
2 ditto,....} ,00 


3 ditto,....|26,98 


4 ditto,....| ,95 
GH Gbiaieee oll fk 
6 ditto. -| 93 


Hourly Mean 
Average, .. 


Range of 2 
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76 76 
77 77 
78 78 
80 81 
81 84 
82 84 
$4 84 
84 86 
84 88 
85 86 
85 88 
84 86 
84 86 
84 86 
83 84 
82 84 
81 83 
81 82 
80 79 
80 78 
80 78 
80 79 
78 77 
80 78 
78 78 
77 717 
79 79 
80 81 
81 83 
82 85 
83 86 
83 86 
84 87 
85 86 
85 87 
85 87 
84 87 


26,98|$1.59|82.73 
N. B. The observations were made in an apartment 12 feet square. 


Weather. 


Cm a eee ee o 


Weather clear, cool, and pleasant. 

Calm ; the sun getting hot when exposed outside. 

Much the same; sun getting very hot ditto. 

Ditto ditto ditto ; gentle breeze. 

Very hot ; some light clouds ; ditto. 

Sun hot, air cool, some light clouds, wind rising. 

Sun at times obscured, light clouds, and the air cool 
and refreshing. 

Ditto, ditto, ditto. 

Ditto, ditto, ditto. 

Sun very oppressive, very little wind, and very hot 
and close; some light clouds. 

Very close ; the sun very hot, scarcely any wind. 

Getting cool, wind rising, and very pleasant. 

Calm and pleasant ; sky clear. 

Ditto and very close; light clouds ; some lightning ; 


Ditto gentle breeze ditto ditto. 

Gentle breeze ; some heavy clouds ; Wy. ditto. 

Calm and very sultry; some heavy clouds hovering 
about; some lightning ; S. E, 

Slight breeze from S. E. ; sky clearer, some light- 
ning, N. W. 

Ditto, clear sky ; frequent; ditto ditto. 

Cool and pleasant ; ditto; gentle breeze from S. E. 

Wind rising and strong from S. E.; at times variable ; 
sky clear. 

Still strong breeze from S. E.; at times Wy. do. do. 

Gentle cool breezes ditto ; cloudless sky. 

Ditto ditto. : 

Very gentle breeze ; not so cool as at 5, but pleasant ; 
ditto. 

Clear and pretty cool ; very calm, but the sun get- 
ting hot. 

Ditto ditto, ditto ditto. 

Much the same, but the sun getting very hot, scarce- 
ly any breeze. 

Getting very hot, very calm and clear, slight breeze, 

Gentle breeze from N. ; sky clear, sun hot, but not 
oppressive. 

Calm and sultry ; light clouds ; sun getting very hot, 

Sky clear and cloudless ; slight breeze from N.; sun 
very hot. 

Ditto ditto, hot and sultry. 

Ditto ditto, ditto ditto. 

Very sultry ; little or no wind; sky clear. 

Ditto ditto ditto. 

Ditto ditto ditto. 


One ther- 


mometer hung in the centre, 7 feet from the floor ; the other, at the end of a shelf, 
some inches from the wall, and quite protected from reflected heat.—The room has 
a door facing the east. and a small window to the north, both left open*. 

* The march of the Barometer seems so sluggish that we fear the observer neg- 
lected to tap the tube previous to reading off—an indispensable precaution with 
ordinary instruments.—ED, 


